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MEMORANDUM FOR: Deputy Director, National Reconnaissance 
Office 


SUBJECT — : EOI Briefing Charts Requested by 
Mr. Sorrels (fet GRA Slo ¥/r) 


Mr. Charles Sorrels has requested copies of the attached 
five briefing charts which we used in the pre-ExCom briefing to 
Dr. David. These charts are being forwarded through you in 


accordance with NRO procedures. 


he of a ee | 


HAROLD L. BROWNMAN 
Director of Special Projects 


Attachment: a/s 
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